0.25  Carat  Diamond  Wedding  Band  in  18K  White  Gold 


0.25  Carat  Diamond  Wedding  Band  in  18K  White  Gold 

18K  White  Gold  1/4  Carat  Diamond  Wedding  Band  with  inner  rope  design.  High  polished-edges,  and  a fine,  beautiful 
satin  brush  finished  center.  Total  Diamond  Carat  Weight : 1/4  Carat  (0.25).  Diamond  Color  and  Quality  : H-I  Color, 
SI  Clarity  Band  measures  8mm  wide  and  2.25mm  thick.  Also  available  in  14K  Gold,  Platinum  or  any  other  color 
combination  by  request.  Specifications  Metal  18K  White  Gold  Band  Width  8mm  Band  Depth  2mm  Comfort  Fit 
Yes  Diamond  Information  Total  Carat  Weight  0.25  tew.  Diamond  Color  H-I  Diamond  Clarity  SI 
Price:  1425.00 
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